THE RIVER REP 
at the 
IVORYTON PLAYHOUSE 


presents 


EVAN and OWEN 
THOMPSON THOMPSON 


in 


I HATE HAMLET 


A New Comedy 


by 


PAUL RUDNICK 


with 
Leilani Mickey Joan Shepard 
Bill Tatum Rosemary Ewing 
Originally produced by Jujamcyn Theatres 


James B. Freydberg, Robert G. Perkins, Margo Lion; 
original production directed by Michael Engler 


Directed by 


JANE STANTON 


Set Design Lighting Design 
Ron Gasparinetti . Stephen Chené 
Costume Design Sound Design 
Jennie Cleaver James A. Wilson 


Fight Choreography Staged by 
Owen Thompson 


Production Stage Manager 
Kevin E. Thompson 


I HATE HAMLET 


CAST 


(in order of appearance) 


HeHGrG (DARE «0.5 canons a 2 9 ads ealeeRRA Leilani Mickey* 
Antrew Rallycross says oa eonmemanes és Owen Thompson* 
Deirdre McDavey ...... 6.2 sencnencceses Rosemary Ewing 
LAMA THO onc ns 204 commen s soo eee Joan Shepard* 
John Tariyineres sewmmesss222¥ k sseaisdcaaes Evan Thompson* 
SatY Peter LETOWNG wicca s 20s animes « Bill Tatum* 


*Member Actors’ Equity Association 


Time: 
the present 


Place: 
An apartment just off Washington Square - New York City 


ACT ONE 
A late afternoon in spring 


ACT TWO 
Scene 1: Opening night, six weeks later 
Scene 2: 7 a.m. the next morning 


there will be one fifteen minute intermission 


The use of cameras and/or recording devices is strictly prohibited 
The River Rep is a division of Fanfare Theatre Ensemble, Inc. 


A Message to our Visa/Mastercard customers: 

Please be advised that when you receive your charge card bill 
The River Rep will not appear on it. The billing name for tickets 
purchased will be FANFARE THEATRE ENSEMBLE, which is our 
parent company. 

Thank you. 


